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SERVICES AGREEMENT 


This services agreement (the "Agreemenf^ is enter‘d into froiti the Effective Date until tfie 
TerrninatiOn Date, unless temriinated ear'lidr as proyideci in this Agreement, by and between 
Medtronic and Cbhsultant as ispedfied in the following ContractDetails.Ttiis agreement supemedes all 
previous contracts between parties. 


Contract Details: 


Effective Date 


14**' Januafy 2014 


Termination Date 


This Agreement Shall remain efFective for 24 months after Effective Date, 


Medtronic Details 


Consultant Details 


Medtronic Vascular Inc, a company haying its pfineipal place of business 

at 3576 Uriocai plaqe/ Santa Rosa, California^ 95463, United States of 
America ("^Medtronic”) 


10.2.e 


10.2.e 


address in: |_ 

Netherlands PConsiultaht^. 


an individu al with an 

The 


Description of 
Services 


1 . 


3 . 

4. 

5. 


7. 

a) 

b) 


CONSULtANCY DUTIES 

Participa te at meetin gs of Medtronic's Adv isory Boards in the 

and other 

rrieeting^^equesteTO^featrpnic^^^^^* 


10.2.e 


Advise Me dtronjc on the medical applications for_ 

produrts developed by Medtronic and assess the medical 
benefits thereof. 


Perform literature review or 





Participate at meetings of Medtronic's Publication Committee. 


Reviewing proposals for abstracts and manuscripts, providing 
direction to ensure they have scientific merit and are aligned with the 
publication strategy. 

Provide periodic review of clinical trial schedules to ensure that, if 
appropriate, any ayailahle trial data is: submitted and pr'esented to the 
niost appropriate audience and venue to meet the leartiihg heeds of 
physicians and other health care providers. 

Be available for consultation by physicians and Medtronic personnel, 
either by telephone or personally, on the following topics related to 
the field of expertise: 

Analysis and evaluation of products by other manufacturers currently 
ayailable in the maihet and evaluation pf new products, concepts 
and treatments in the market. 

Review stbtus of publicatiphs arid podium presentations, proyide 
direction and discuss strategy. 

Scientific: meetings ___ 


10.1.C 




















d) Sdentifie publications 


e) 

f) 

g) 


GUnical trials 


Lectures 


10.2.e 


environment in 


10.2.e 


Itherapies 


8 . 


9. 


EDUCATION AND TRAINING DUTIES 


Attend and make presentations on at medical meetings/congresses 
organised by Medtronic or professional societies and issue 
publications for consideration at such meetings/congresses. 


Conduct Trafning Sessions on 


10.2.e 


devices ("Devices") at 


locations agreed upon between consultant and Medtronic for 


physicians^, technicians and nurses. A Training Session shall include 
the fbllovving: 


a) 

b) 

c) 

io> 

11 . 


Active participation by the eonsultant in the perfonriance of the 
Training; 

Discussion and explanation by the cdnsultaht of the charaeteri^ics 
and crudai aspects of the devices and the prevention and/or 
treatment of complications arising therefrom; and 


Discussion of topics relevant to the devices, such as but not limited to 
patient selection, cases studies, patient pre-, intra- and post¬ 
operative management and complication managernent. 


In hjs capadi 
protocols on | 
products 


■ as consultant, review M edtronic's programs and 
land I 


10.2.e 


Make presentations oh dinical data atThedical meetings/cohgresses 
organized by Medtronic or professional societies. 


PRQCTORING DUTIES 


12. Conduct Proctoring Sessions at medical institutions of physicians; 
selected by Medtronic who are performing Device implant 
procedures. K ProGtoring Session shall rndtidethe following: 

In compfiance vyith the rules and regulations of the medical institution 
where the Proctoring Session is conduetedr take the necessary steps 
concern ihg a IJ aspects of the plarined visit; 

a) Observe physidah(s) during the implant of the Device; 

b) Evaluate the physteian{s) to ensure that the following: skills are 
demonstrated and A/erbaliy advise the physlclaii(s) to; Use the following 
skills: 

Approptiate patient selection,, appropriate selection of Device, 
appropriate implant technique, appropriate handling of the Device, 
_ recognition of special clinical conditions; beviee damage; inadequate 
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Device support;- and need for Device retrieval. 

Consultant's Proctoniig duties do not include providing "hands on" 
assistance during the- operation as a normal proetoring functlQn, 
Consultant may decide to do so in particular arcumstanGes based on 
his/her independent medical judgment and ethical/professional 
responsibilities e.=g, In a rnedica) emer^g0ncy> but tpls is solely Consultants 
decision and nesponsibllityi 

Consultant agrees that his presentation vyill not inducje the promotion of off- 
label uses Of Medtronic products. Consultant vi/iir limit any speech or 
presentadons proyided under this Agreemerit to FDA or other applicable 
regulatory authority approved uses of Medtronic products. All materials 
intended for presentation in cpnheCtion with the above-mentioned activities, 
such as slide sets of hand outs, rnust be On approved indications only. 

The foregoing activities shall be reviewed from time to time by the parties 
and may be modified -by their mutual agreement 


VAT if applicable,; per each day of at least 8 hours of 
Services performed under this Agreement (including preparation time). 
Partial days (i.e., less than 8 hours) shall be pro-rated. 


For Services perfoiTned at Consultant's site, which were pfevioijsly 
scheduled. Consultant agrees to an incremental time (payment per hour) 
for Services rendered, For clarity purposes, Medtronic will not pay for the 
time to perform the already scheduled procedure, but will pay for the time 
spent prepping and explaining the procedure to others. 

Compensation for 

Services 

The Consultant wiil be compensated for the delivery of the aforementioned 
activities with a daily fee based on the fair market value and the actual 
working days, 


In addition, Medtronic shall pay plus 

VAT if applicable^ maximum for trave^im^ompens^on, for air travel (one 
way) greater than six hours in duration (air travel time o nly/. Total round 
trip travel time co mpensation shall amount to maximum I 
plus VAT if applicable. 


10.1.C+ 10.2.b + 10.2.e 


Economy Class Airfare (Business Class Airfare requires VP approval) 


Expenses 


Consultant's Bank 
Account Details 


Train 

Car Rental 
Meals 

Mileage Reimbursement Rate if needed 
Lodging 


Account owner! 

Account number/IBAN 
Bank: ING bank Netherlands 



Sort:/ Swift Code: 


10.2.e 


Hofne Couhtry 


the Netherlands 


PloTc 
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Consultant Intend to cooperate as provided in the Description of Services Chereinafter 
the Services )j and therefore agree as follows: 

1. SERVICES 


1.1 Medtronic Entity Requesting SeiVices. Consultant's services may be requested by 
Medtronic, or by art Affiliate by use Of an Affiliate WOrk Order as set forth in Attachment C. 
The terms of this Agreement (also referted to as Reference Agreement) apply in all respects 
to art Affiliate Work Order, including the compensation arnounts, invoicing process, and 
services requirerfients. If Consultant and the Affiliate propose different types of activities or 
compensation from those stated in this Agreement, the parties will first agree to and sign an 
Amendment to this Agreernent. 

1.2 Types of Services. Upon advance request of Medtronic, Consultant shall perform the 
Services as described in the Contract Details, consistent with the terms of this Agreement 
There is qo guarantee of a minimum amount of work under this Agreement. 

1.3 Invoices and Reports. Generally within 30 days after performing the Services, however. ^ 
at the latest within 30 days after termination of this Agreernent, Consultant should SUbrnit a 
written itemized invoice to Medtronic using the invoice template attached as Attachrnent A, 
including any additional information as required under local tax laws. Consultant will submit 
reports on the Services as requested by Medtronic. 


2 , COMPENSATION 

2.1 Compensation for .Services. Medtronic shall pay Gonsultant at the address listed in the 
Cdntraet Details in full arid exclusive Gompensatidn for the Services performed under this 
Agreement and for the assignment of Intellectual Property (as that term is defined below) 
the Compensation specified in the Contract Details. 

Payment is conditioned upon Medtronic's reasonable acceptance of the Services and timely 
receipt and approval of an itemized invoice and report. Payment of compensation will be 
made within thirty (3Q) days of receipt of the itefnized invoice from Gonsultant by bank 
transfer to Consultant's bank account as specified in the Contract Details. 

Expsnses, It; is agreed that Medtronic is primariiy responsible to book and pay for arty— 
reasonable trayel or accommodation arrangements relating to Consultants: activities under 
this Agreement. Only on an exceptional basis, and proyided MedtroriiG's prior consent vvas 
obtained, shall Medtronic directly pay of reimburse Consultant's reasonable and necessary 
expenses aetuafly incurfed by Gonsultant in providing the Services consistent with 
Medtronic's Reimbursement Policy attached as Attachment B. 

2.3 Nature of Assignment and; Taxes. Unless expressiy stated otherwise in this Agreement, 
Cofnpensatiari is inclusive of any value added tax, goods or service tax. Gonsultant is solefy 
responsible for payment of alt taxes and fees of any nature whatsoever associate, Vyith" 
payment for Services under this Agreement. If required under local laws,, Gonsujtant agrees 
that Medtronic may withhold local income taxes to comply with nationaTtax regulatioris. 

2.4 Fair Mai^et Value; No Indcic^inent. Ttfe parties agree.jl^at the payments hereunden (a) 
are consistent witfi. the ^ir market value of the Services and (b) have: not, beert deteriTijned 
in a rrianner that takes int^ account the vplurrve or Value of any referrals of business 
ptf'erwise generated, or anticipated between the parties, Nothirtg cQntairted In this 
Agreement shall be eon^tfued in arty rnanfieras an obligation of tfiducefnent fbf Cofisultanfc 
to purchase, order, pfescWbe, or fecbrnmend any Medtfbnfc pfoduets. 







J 



3. ISQNFIDENTZALETY 

3.1 iDffinitibn of Confidential Information. '"Gonfident|a| Information" means any 
information or tangihfie item that: 

3.1.1 is acquired by Consultant from Medtron ic of a ny j^^iiate that: 

!, Is 'identified as ronfidential at the tirrie of disclosure or within ,a reasonable time 
thereafler; 

ij. is non-nublic, irfformation Suich as that relatinii to medica] devices or therapies; 
neSeanch or developmerital Work; specifications or engineering information; business 
plans Such as financial, rnarketiog Or sales information; or computer code, 
'intormatloTi or documentatioh; or 
Ui. Consultant has a reasonable basis to believe it Is confidential;. 

3.1.2 relates to Intellectual Property; or 

3.1.3 arises from or relates to the Services. 

3.2 Disclosure and Non-Use of Confidential Infbrmatipn. Consultant Shall not disdose 
Confidential Irtformation and shall safeguard Confideritia) Information using reasonable care 
and as Consultant would safegua.rd Cohsultant's: own cohfidehtia!, information. Consuitant 
may only use Cpnfiderttiai Information as necessary for performihg the Services under this 
Agreement and may not publish or present COrifidentiaJ InfOrrnatioh Without the prior 
written approyal of Medtronic. Consultaht shall jrhrhediateiy notify Medtronic if Confidential 
Infoifnation was. Or may have been, accessed, disclosed, lost or otherwise used not iri 
accordance With this Agreement. Any disclosure of Confidential Information by Consultant to 
Consultant's employee, agerit, or representative (collectively, "Gonsultant^s Associate") shali 
be only to an Individual Who has a need to know Confidential Information for the purposes of 
this Agreement arid is obliged to comply with the terms of this Agreementv 

3.3 Ownership of Confidential Information. Medtronic shall retain a(J right, title and 
Interest in arid to its Confidential Informadori. Neither this Agreement, nor any disclosure of 
Confidential Information, shal! be deemed to Imply of grant Gonsqiitaht any license, interest 
in or other inteliectuai property rights in Confidential Information. 

3.4 Legally Required Disclosure of Coiifidential Infbrniation. In the event that, on the 
advice of legal counsei, Consultant is compelJed by law to disclose Confidential Information, 
Consultant shall notify Medtronic projfiptly and shall take every reasonable action to ensure 
pfotedtion of the disclosed Confidential Information to the extent allowable by law. 

3.5 Return or Destruction of Confidential Information. Consuitant may not copy or 
duplicate any materials containing Confidential Information except as necessary to perform the 
Services. Consultant shajl return alJ materials containing Confidentiai Information at the 
termination of this Agreement or upon Medtronic's request, proyided that Consultant rnay 
retain a copy if legally rTequlred. 

3.6 Personal Data of third parties; Consultant shall ensure that any personal data, in 
particular relating to the health conditions of patients, is protected as required by law, in 
particular ail applicable data protection laws and regulations; that any necessary consents 
for proyisipn of such data and its transfer to Medtronic and its Affiliates and to any other 
thrifd parties are obtained; and that patient informatian data provided to Medtronic and its 
Affiljates shall not contain .any identifying characteristics. 

3.7 Personal Data of Consultant. Consultant agrees that Medbpnic and its Affiliates may for 
the purpose of adminisbering Medtronic'S commercial relationship With Consultant process 
Consultant's coritrart and edminlstratiye information/ irrcluding persona! data (r.e., name, 
address, Gy, etc^). Cornsultant further agrees that such Information may be provided to 
Mectoonlc Affiliates, incjuding in the United States, and to any appropriate regulatory 
authorify, cxOTsistent with Medtronic’s obligations lb same. 


10.1.C 
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3.8 Public Transparency. Medtronic will comply with alt applicable laws, regulations and 
applicable government or industr/ guidelines ^transparency Requirements") with regard tO: 
transparency of payments to healthcare professionals. Consultant therefore agrees that 
ivrertronic may disclose all information relating to this Agreement to the extent required 
under the applicable Transparency Requirements. Such information may include^ but is not 
limited to payee's name> name of health care professional providing the Services, value of 
amounts transferred, and nature of services. 


4. INTELLECTUAL PROPERTY 

4.1 Assignment. Consultant hereby assigns and shall assign to Medtronic any inVehtiohs, 
proprietary information/^ data, software, woffe of authorship, improvements, or suggestions, 
whether or not patentable or copyrightable, conceived, created, adapted, or developed by of 
for Consultant, whether made alone or in conjunction with others, arising from or relaHhg to 
the Services or derived from Confidential Information C'lhtellectual Proper^. Any works of 
authorship created, adapted, or developed by or for Consultant under the terms of this 
Agreement, whether or not copyrightable and whether or not Confidential Information is used, 
are deemed Medtronic property. 

4.2 Consultant Infpf-mation. Concepts, information, and inventions ("Consultant 
Information") made by or belpnglng to Consultanit other than Intellectual Property (as 
defined above) shall remain the property of Consultant and shair nbt be disciosed to 

u 5'^'*' Affiliates in the absence of a separate agreement specifically pertaining to 
such disdosure. All Consultant; Information discipsed by Consultant in the absence of such 
agreement may be used by Medtronic and its Affiiiates without compensation to Consuftant. 

4.3 Consultant Assistance. Consultant agrees to immediately disclose to Medtronic all 
fotellectual Property. Consultant further agrees to promptly render such assistance as 
Medtronic or its Affiliates rnay reasonably require and request in its sole discretion, at ho cost 
to Consultant,, for such assistance during the Term of this Agreement and thereafter: (a) to 
perfect all assignments; (bj to help Medtronic or the applicable Affiliate fulfill the formal 
requirements of any patent and copyright office; or (c) in litigation. 

No incuoibra:|i;ces. Cgnsultant represents and Warrants that Consulfont has and shall have 
full right to assign the rntellectual Property, free from all elaims> liens, security interests, or 
dthef encumbrances. 

License. Should applicable law preclude Medtronle’s ownefship of ariy Intellectual Property/ 
Consultant hereby grahts to Medtronic and its Affiliates an unlimited, perpetual, worldwide, and 
royalty-free tieehse to make, have made, use, sell, offer for sale, fitiport, export, lease, donate,, 
reproduce, publish, distribute, create derivative works of, and modify products, methods, or 
services incorporating such IntellectUarpropert/. 

trademarks. Neitiier party shall use expressly or by irapfication; the other's, 
trademark, trade name/ service mark, or any contraction, abbreviation or adaptation thereof, 
or the name of staff/ in any news or ptibricity release/ policy recommendation, advertising, or 

any other Gornmerdal cornmunieatlQn wifriout the express prior wrrtten approval of the other 
party. 



5. representations 

5-1 AuthorizatFon arid Notificatioh. Consultant and agrees that; 

5.1.1 Con^ltaht has full fight and authority to enter intd th® Agreefheht under any Jaw) 
regulation or policy applicable to; GGnsultartt (iricltiding, where GdnsUltant Is an 


10.1.C 
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ifndiyiciual, ttid intiernal ruJes: of any medical irrsdtution where Consultant practices or 
is employed); 

5 i 2 Consultant shall provide written notjce to Gonsultant’s hospital adrninistratioh, 
supervisor or other toG^ly desigoated corapetept authority of the purpose and Pcope 
of this ^reement as appropriate hefore exea^ing this Agreernent; 

5.1.3 Consultant shaji secure any and all necessary euthprizaliQns ff^om any rhedloal 
in^ituttons where tfie Seryices are to he performed in whole or in part;, arid 


5.2 


5.3 


5,4 


5.5 


5.6 


5.1.4 consultant has no obligations or agreements cutrently and represents that't will not 
enter ihto: any obligations Or agreements during the term of this Agreement which 
are fncohsISteht or In cOhflirt with the asKiecution of this Agreement or performance of 
the Services. 

Compliance Certification. The parties agree that this Agreement, including the proylpion 
of Setyicesv arid request for and payment of compensation and reinibyrsemeTit, jn^'i Pe 
performed In accordance with applicable law, regulation and any policy^ Including the 
policies of any organization with which Consultant is associatecl. 

Reouired Disclosures. Consultant agrees to make Gomplete and accurate disclosures of 
this financial relationship and engagement as required for any sdentifip medical publications 
or presentations. Also, Consultant will make any hecessaiy idisclosure reg^mg the 
contents of this Agreement to any relevant professional association, industry body, 
aMthOrity or institutjon. 

No Competing Activities^ Conflict of Interest. The parties acknowledge that 
Consultant may perform setyjces for the benefit of third parbes, or for Consuttant's owp 
benefit rOutside Services"') Ih subject areas that may also fall within the scope of 
Services to be performed by Cohsultant on behalf of Medtronic under this Agreement, 
The Parties further acknowledge the possibility that certain Outside SerVi^ tpay create 
a conflict of interest with some Services covered under this Agreement- This Agreement 
is not intended to prohibit all such conflicts of interest, however, Consdltant must adyise 
Medtronic of any conflicts of interest that Cpnsuttant may reaspnably believe tQ^^xist 
regarding activity In a subject: area covered, or potentially covered, by both Outside 
Services and Services Consultant is asked to perform urider this Agreements Research 
and Devdiopment Services^ Advispry Board Services, and Consulting Services, If 
Medtronic determines, in its, sole discretion, that such potential conflict of interest existe, 
the Rarties shall agree how best to proceed with the Services in regard to the potentially 
conflicting subject area, if at all, to avoid or mitigate such conflict of interest. Consultant 
Shall not perform Services in cohtrayehtioh of their obligations to third parties 

No promotion of Unapprdved Uses. Medtronic does not pay third parties to promote 
unapproved uses on its behalf, and Consultant agrees to refrain from prornobng unapproved 

uses while performing the Services. 


Continuing Compliance- 

representations and 
longer able to comply. 


Consultant shall remain in compliarice with the above 
and shall promptly inform Medtronic if Consultant is no 





6. TERM AND termination 

6.1 Termination. Either party iri^ ternlinate this Agreement without cause upon thirty (30) 
days' pripr written notice to the other party or with cause immediately upon written notice. 

6.2 Effect of Termination. In the event of art early termlnatibn of this Agreement for any 
reason, Medtronic shall pay for any Services provided and Consultant shall provide all 
deliverables for Services performed up to that date, and all work under Affiliate Wprk Orders 
entered Into before the termination date. 

6.3Suivivability. The Gonfidentiality, Intellectual Property, Representations, Indemnification, and 
Miscellaneous sections of this Agreement shall survive the expiration or termination of this 
Agreernent. 

6.3.1 For the representafaons and Indemnification: For the avoidance of doubt, parties confirm; that 
thp representations and indemnification clause survive the agreement for as long as possible- 
claims based upon these clauses do not reach the Statute of limitations. 

6.3.2 For confidentiality. Intellectual Property: Fpr the avoidance pf doubt, parties confirm that the 
obligations contained in the confidentiality and intellectual property clauses, are limited to 
confidential information exchanged under this Agreement, and Intellectual, property related to 
the Services performed under this Agreement or based upon confidential information shared 
with Consultant under this Agreement 


7. Medical DEdSldN-MAKiNG; liability 

7.1 Medical Decision-Making, Consultant shall perform the Services in accordance with the 
highest standards of the medical profession and Medtronic's instructions. Where applfGable, 
any mediea! decisipns shall be made by Consultant in accordance with Consultant's 
professional medical judgment, 

7.2 Ihdemhificatiph. Consultant shall be liable for his/her ovyn negfigence and mistakes while 
performing the Services and shall indemnli^ and hold haitniess Medtronic, its directprs, 
officers, employees, agertts and representatives, from all daims and proceedings (rncluding 
reasonable attorney fees) brought by any third party against Medtronic and anY df its 
Affiliates arising out of and. to the extent caused by Consultant's negllgenee or mistake. 

7.3. Insurance Coverage. Consultant is adViSed to take all hecessary steps to cover his/her 
liability arising from the performance of the Services and to ensure that he/she has the 
appropriate Insurance., On request of Medtforiic, Consultant will provide evidence of 
coverage. 


B. MISGELLANEOUS 

8.1 Independent Contitactpr; No Anthdrity tp Bind. Consultant shall be deemed to be an 
independent contraetor^ for" all purposes and shall nOt be Gonsidered ah agent, 
representative or employee of Medtronic for any purpose. Except as explicitly permitted; ih 
this Agreement, Consultant, may not incur any liability on Medtronie’s behalf nor bind 
Medtronic to any obligations without the prior written consent of Medtronic. 

B.2 Entire ^grromept. This Agreernent, Including the ffontract Details, and any attachrnents, 
constitytep the eotire contra^ or understanding between the partfes: reiated to the subject; 

^SfeerTTrent. NO amendments, changes, extehsions or modifications; to this 
Agreement shall be valid and brngihg unless done in writing and signed. 


10.1.C 
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8.3 Cpunierparts. This Agreerneht rnsy be sighec^ in ofie oh hfiore counterpart copies. 

5.4 Govehiiing Law. This Agpeerrient shall be construed and ihterpr^ed under and In 
aGcordaftce with the substantive laws of the 'Home Country as spedfied in the Contract 
DetaitSi The competent courts of the Home Country shall have exciusiye jurisdiction oyer 
any idispules arising out of this Agreement which canndt be solved amicably between the 
parties. 

8.5 Language. The officfal text of this Agreernertt shall be In the English janguage^ which shall 
be the sole governing language in the event the partis sign or execute a version of this 
Agreement iti another languagev 

8.6 Afitliates. ^AfRliete" means Medtrbriic, Inc., a Minnesota, USA company, and all entities 
owned by Medtronic, Irtc. Or" by an entity in which Medrtonic, Inc. has a direct br indirect 
ownership Interest of 5at least 50%.. Medtronic has the dght, in its sole discretion, to perform 
any obligations under" this Agreement through an Affiliate and share or transfer any benefits or 
protections arising hereLihder arhongst its Affiliates. All references to Consultant include 
Consultant Associates, and all corporate or other entities. Including, but not limited to, 
affiliated entibes of each. 

8.7 Notices. All notices, demands, requests, submissions, reports or any other 
communications permitted or required to be given under this ^reement shalj be sent to the 
parties at the addresses indicated on the first page of this Agreement and shall be deemed 
to have been validly effected if sent by regist^ed mall to each of the parties at such 
address. 

8.8 No Assignipent. CoriSultant rnay not assign Consultant's r"ights of ohiigabons under this 
Agreement absent express prior written approval frorn Medtronic. 


'9 


10.1.C 
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The parties have executed this Agreement through their duly-authorized representatives as 
appropriate: 


MEDTRONIC VASCULAR INC 


Wame; 


liOZe 


mi£u 

10.2.e 


10.2.e 




Signature: 


Date: 



CONSULTANT 


I. Individual Health Care Professional. By Signing here, the heajth care professional 
represents and agrees that the services hereunder will be performed personally by him or her and 
win not be delegated to another individual. 


Name: 


10.2.e 


|10.2.e 


Signature: 


Tjtie: 


Piaze 


Date: J 


II. Medical Institution / employer 

Erasmus Medical Center, Rotterdam An authorized representative of the medical institution shall 
sign here to indicate agreement: 




10.1.C 


Page IQ of 14 






















I10.1.C 



becerrlberlb, 2015 


10.2.e 

I 

10.2.e 

10.2.e 



The Neth^ands 


RE: amendment TP SERVICES AGREEMENT 


Dear 


10.2.e 


I refer to the Services Agreement effective as of January l4j 2014 between Medtronic 
Vascular^ Inc. ("Medtronic*’) and ypLirself C'Gonsliltant^ which is due to expire on January 
14^ 2016 (the "Agreement"). 

Based on our mutual understanding, We propose that Compensation Section of the 
Agreement be modified to read as follows: 


10.1.C+ 10.2.b+ 10.2.e 


I plus VAT if applicable, per each 
day of at least 8 hours of Services performed under this Agreement (Including 
preparation tlitie). Partial days (i.e,, less than 8 hours) shall be pro-rated. 


For Services performed at Consultant's site, which were previously scheduled. 
Consultant agrees to ari incremental time (payment per hour) for Services reridered. 
F=or darity purposes, Medtronic vylil not pay for the tirrie to perform the already 
scheduled procedure, but will pay for the time spent prepping and explaining the 
procedure to others. 


The Consultant will be compensated for the delivery of the aforementioned activities 
with a daily fee based on the fair market value and the actual wcirking days. 


In addition, Medtronic shall pay 

applicable, maximum for travel time cpmpensatloh, for air travel (one way) greater 
than six hours in duration (air travel tim e only). Total round trip travel time 
comnensation shall amount to maximum | 
jplus VAT if applicable. 


10.1.C+ 10.2.b + 10.2.e 


10.1.C+ 10.2.b+ 10.2.e 


We also propose that the Agreement be extended until January 14, 2018 . 


Except for the changes Indicated above, all other terms and conditibns thereof shall remain 
the same. 


if this is acceptable, pjease indicate your agreement thereto by signing In the space 
provided below and returning an original signed copy of this letter to Medtronic. 


Sincerely, 


MEDTRONIC VASCULAR, INC 





















.c 


^mus Medicai GCTter Jias review^, and hereby approves and authorizes, each and all 

terms apd provisions of this Agreernent, The Indivjduat agning below represents 

on B authorized to sign this Agreement as a representeCve of, and 

on behalf of Erasmus Medial Ceri^^ Ki«'=..uauvc yi, djiu 


Name: 


Signatune: 



Title: 


Date: 
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January 28 2016 

Erasmus Medical Center , 
Dr Molewaterplein 40 
3015 GD Rotterdam 
The Netherlands 


rn«io.2.e 

I 

10.2.e 



AMENDMENT TO SERVICES AGREEMENT - ref. A 


To whom it may concern 


We refer to the consent given by 


10.2.e 


10.2.e 


|on January 14'^ 2016 aflowing 


pursue side activities for Medtronic Vascular Inc 
To^n^alc^rtpanspafency and to avoid any potential mis understanding^ we hereby vyish 
to inform you that> t pUr request, 

Medtronic on the development and education in the 
Services agreement rnentioned above. 


has agreed to collaborate with 
field, as detailed in the 


The services will include the consultancy on development of medical devices for treatment 


of 


10.2.e 


educate 


10.2.e 


jphysicians and 
Idevices during 


__pathdlpgies, general advice, presentations 

employees se lecte^y Medtronic on the techniques of use off ‘ 
DQQQIHIHIIIH procedures 
TnS^ ^erYic^^viiniQt be In conflict rior interfere with the current responsIblUties of 
at Erasmus Medical center. 


This communication Is made to ensure appropriate transparency with regard to the 
di^osure or approval requirements associated with health care professionals interactions, 
in accordance with Medtronic Code of Ethics. 


Sincerely yours, 

MEDTRONIC VASCULAR; INC. 

By: 

Medtronic Vasqjlar Inc 

3576 Unocaf Place 

Santa Rosa, CA^ United States 


j10.2.e 

T0.2.e 

10.2.e 

10.2.e 














